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NFIB-A-202 
19 June 1985 


MEMORANDUM FOR NATIONAL FOREIGN INTELLIGENCE BOARD PRINCIPALS 
FROM: 


txecutive secretary, NFIB 


SUBJECT: 


NFIB Meeting, 26 June 1985, 1400 Hours 


25X1 


1. A meeting has been called at this time by the Deputy Director of 
Central Intelligence to consider the following papers: 

25X1 


2. The Secretariat would be pleased to learn if any of the principals 
have additional matters for the agenda of this meeting. 

3. A subsequent NFIB meeting has been requested for 9 July 1985 at 1400 
hours. It is not yet possible to provide a tentative agenda. 


25X1 


CL BY: SIGNER 

DECL: OADR 

DRV FM: FOR 9-82 


END OF TRANSMISSION 


SECRET, 


25X1 


Sanitized Copy Approved for Release 2009/1 1/25 : CIA-RDP87M00158R000300300031-2 







Sanitized Copy Approved for Release 2009/1 1/25 : CIA-RDP87M00158R000300300031-2 

NFIB Documents Distribution NFIB-20-84 


Copy 1 - DC I 

2 - DDCI 

3 - ER 

4 - DDI 

5 - D/NSA 

6 - D/DIA 

7 - D/INR/State 

8 - DOE 

9 - FBI 

10 - Treasury 

11 - SAFSS 

12 - Army ACSI 

13 - DNI 

14 - Air Force ACSI 

15 - USMC 

16 - D/ICS 

17 - ExecSec, NFIB 

18 - NFIB Chrono 

19 - NFIB Microfiche 

20 - DD/ ICS 




Sanitized Copy Approved for Release 2009/1 1/25 : CIA-RDP87M00158R000300300031-2 



